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2 November i960 


SUBJECT: Change Proposal LAC-96, Improved Temperature - 
Humidity Measuring Equipment 

TO : Contracting Officer 

The WSPO has reviewed subject Change Proposal and approves 
its adoption. 

Request the contractor be notified accordingly. 
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